GHC41QBN1240XX WEEKLY NON COMPLIANCE REPORT RUN DATE 03/24/97 

FROM 03/17/97 TO 03/23/97 -CHAINS ONLY- 

DIVISION 1240 1240 NEW JERSEY CHAIN DIVISION 

TERRITORY 

ACCOUNT NON NON 

CHAIN-ID MGR C-O-N-T-R-A-C-T COMPL COMP 

CALL DATE NAME i ADDRESS CONT TYPE PLAN UNITS UNITS CODE STATUS 


122303 

033916 

HESS STATION #324?8 

830 NORTH HIGHWAY 

PK AC MAT L3A 1 

PACK OUTLET NSL2 1 

1 

2 DELETED 

0353-02-01 

SOUTHAMPTON 

PK OUTLT EH MC 1 

l 

2 DELETED 

03-20 NY 11968 

NOTES: 

Ron, as info, did not coupon Salem as 

a temp display could 




be obtained in store, let me know if I should coupon packs 
in overhead. SMP 2/5 

'■‘ACCOUNT WAS INSTRUCTED TO REMOVE ANY SAVINGS PACING T 
HAT EXCEEDED 504 OF TOTAL SAVINGS FACINGS. CURRENTLY WE HAV 
E 6 SAVINGS AND 24 TOTAL FACINGS ( KAM latest correspodance 
call lot RJR minimum 32 facings). PM HAS 24 FP AND 6 SAVIN 
GS FACINGS. 2/06 ‘Same situation exists today3/20 


** CODES: 

0 CONTRACT IN COMPLIANCE AFTER PREVIOUS NON-COMPLIANCE RECORDED 

1 NON RJR PRODUCT ON DISPLAY 

2 NO DISPLAY 

3 INSUFFICIENT MERCHANDISE ON DISPLAY 

4 ADVERTISING REQUIREMENT NOT MET 

5 IMPROPER LOCATION 
€ DISPLAY OBSTRUCTED 

7 CONTRACT CANCELLED BY ACCOUNT 





Source: https://wwwjndustrydocuments.ucsf.edu/docs/sxxyQ000 
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Source: https://wwwjndustrydocumerits.tJ.csf.edu/docs/sxxyOOOO 



